From: 

Sent: 

To: 

Subject: 

Attachments: 


Nassif, Julianne (DPH) 

Monday, March 29, 2010 3:56 PM 
Salemi, Charles (DPH); Hanchett, James (DPH) 
equipment inventory 
equipment.inventory.template.xls 


Importance: 


High 


Please complete the attached spreadsheet for all laboratory instrumentation. Thanks, Julie 

JudLai/me N ossL-f 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
julianne. nassif@state.ma. us 
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